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Uttarakhand State Control Room 


© Positive Today: 01 # Recovered Today: 01 
AR Death Today: 00 {Active Cases: 04 
1. Total cumulative Positive COVID-19 detected since 01.01.2023: 3147 
2. Total Number of COVID-19 Patients Treated/ Cured/ Migrated since 01.01.2023: 3126 
3. Total Number of COVID-19 Deaths since 01.01.2023: 17 
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Pauri Garhwal 2 2,073 

Rudraprayag oan 

Tetti Gartra | 6 | 4.993 a ae a 

US Nagar | 27 | 8.068 ee 

Uttarkashi | oy | 2,461 | oo 
Total 73,664 (ie eae] 


